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Section II, the "Description and Operation", contains the physical des-
cription   of the aircraft,  system, or equipment.    This description contains
component complement, listing equipment components;   fuses,  tubes,  and
transistors, electrical specifications;  input and output minimum performance
standards and the handling and installation instructions.    Section II also
contains the theory of operation and the circuit functions of the various
major units in the radar system explained through the aid of block diagrams
and simplified schematic diagrams.    The operating instructions describe the
various controls ana indicator    functions;  it also provides an explanation
of the various symbols, terms, and basic circuits used in the ra,dar system.

Section III,  "Organizational Maintenance," of the MIM contains Equipment
Supplied tables, Equipment Required but not Supplied,  Daily and Preflight
inspections procedures, operational checks, Major Test Points tables,
Removal/Replacement of major units,  frequency alignments and the preventive
maintenance required by the organizational level technician to maintain the
radar system.    The equipment supplied and equipment required but not supplied
are listed in tables 3-1,  3-2,  and these tables list the total complement
of the system and the required test equipment or tools recorrnended to main-
tain the system properly.

The daily and preflight inspections tables 3-3a thru 3-4,. consist of the visual
inspections,  initial control setting and operational checks,  and aided by the
operating instructions are used in performing system checks.    The list of
major test points, with the normal indications and the Functional Checks
Table are aids to an organizational technician in troubleshooting a mal-
function.    Other areas in section IV include the major unit removal/replace-
ment procedures and the alignments performed by the organizational technician.

Section IV,  "Intermediate Maintenance",  provides more in-depth information
to the technician that performs component repair.    Included in section IV
is data on performing checks,  tests,  alignments,  troubleshooting and
disassembly/reassembly of the major units to facilitate repairs.    As an aid
to performing the tests,  checks,  alignments and troubleshooting,  a listing
of the secondary and minor test points with normal indications is included.
Unit troubleshooting tables describe the most common or the most difficult
malfunctions that occur within the radar system.

Section V,  "Charts and Diagrams", contains the complete set of wiring and
schematic diagrams for the units covered by the manual.    In addition to
these diagrams,  there are functional and expanded detailed block diagrams
showing the relationship between equipment, major signal paths, major
and secondary test points.